ouray co Results are based on data extracted on NOV-13-2013 Click on the underlined CORPORATE LINK value for links to that company’s environmental web pages. Click on the MAPPING INFO value to obtain 
mapping information for the facility. Click on the CERCLIS_EPA_ID value to view a detailed report for the facility. Click on the RECORD OF DECISION value for a RODS Site Report. Click on the "View Facility 
Information" link to view EPA Facility information for the facility. Click on the "Code/Descriptions” link to view OWNERSHIP codes and descriptions. The data within the table below can be downloaded in a comma- 
seperated value file for use in Excel by clicking here: 


CERCLIS EPA 

Facility 

SITE NAME 

ADDRESS 

COUNTY 

IS1TE 

FEDERAL 

NPL 

CORPORATE 

MAPPING 

RECORD 

EPA 

LATITUDE LONGITUDE 

OWNERSHIP 

ID 

Information 




ISMSA 

FACILITY 

STATUS 

LINK 

INFO 

OF 

DECISION 

(ROD) 

INFO 

^REGIONAL 

LINK 


CON000802649 

View 

Facilitv 

Information 

AMERICAN 
LEAD AND 
ZINC MILL 

SUNSHINE 
LAND AND 
MOUNTAIN 
VIEW DR. 
OURAY, 
CO 81 427 

OURAY 


N 

Noton 
the NPL 

No 

MAP 

No 

No 

Latitude: 38.05414 
Longitude: -107.68688 

Code/Descriotions 

C00008969994 

View 

Facilitv 

Information 

CANYON 

CREEK 

WATERSHED. 

MINED 

AREAS 

LAT 37-52- 
30 LONG 
107-57-30 
OURAY, 
CO 81427 

OURAY 


N 

Not on 
the NPL 

No 

MAP 

No 

No 

Latitude: 38.019444 
Longitude: -107.676944 


C00008969974 

View 

Facilitv 

Information 

CORKSCREW 
AND GRAY 
COPPER 
GULCHES 

LAT 37-55- 
15 LONG 
107-39-27 
OURAY, 
CO 81427 

OURAY 


N 

Noton 
the NPL 

No 

MAP 

No 

No 

Latitude: 37.920828 
Longitude: -107.6581 15 



1799566 


ED 000552 00003086-00001 




